
BODY SUPPORT 
ZONE COtLS 

More closely spaced and more 
tightly wound. Concentrated in this 
area for added support to heavier 
parts of body. Alternately left and 
right wound ... to prevent one- 
way pull and "leaning." 



HEAD OR FOOT 
ZONE COILS 



These are larger tn diameter ocross 
face, for buoyant support to lighter 
portions of body. Alternately left 
and right wound to prevent side- 
sway. 



HELICAL ASSEMBLY 

All coils are joined together with 
helicals, and held in place by 
"camel humps" to assure complete 
flexibility ... no slipping or binding. 



r 

^ Offset < 



END COILS 

Offset design, both right ond left 
wound to eliminate sidesway. These 
coils keep ends of mattress strong, 
prevent sag. 



CORNER COILS 



Almost cylindrical in shape, and off- 
set to outer edge for greatest ten- 
sion strength. These give support 
and preserve shape of mattress at 
all four corners. 



^^^^^ 



BORDER COILS 

Specially strong with strength offset 
to the outer edge, to prevent sag 
and resist breakdown usually caused 
by sitting on edge of bed. 



INDIVIDUAL COIL 
ACTION 

Once a mattress is completely as- 
sembled, there is no such thing as 
individual coil action. That's why 
Spring-Air builds entire unit so that 
all coils will function together. Note 
how sensitive and responsive Spring- 
Air coils are to pressure points. 



CONSTRUCTION... Federal Specification YM-96A Type 2 




struction. 



The Spring-Air innerspring unit is scientifically designed 
to provide the utmost in body comfort and support — 
''zoned" with special design spring coils in each section, 
each with a specific and important function to perform. 
Made of wire much stronger than skyscraper steel, 9 
difTerent types of coils are used in Spring-Air con- 



GIVE READILY 
TO THE LIGHTEST 
PRESSURE 




PROVIDE 
INCREASING 
SUPPORT 




HOW SPRING-AIR COILS WORK 

Open turns at top and bottom of Spring-Air coils give 
readily to lightest pressures, yield easily to body con- 
tours, provide luxurious surface comfort. The more 
tightly wound middle turns supply increasing support 
as additional weight is applied, autoltiatically adjusting 
themselves to persons of various builds. 



HEAT TREATING PROLONGS LIFE 

After assembly, the complete zoned-comfort innerspring 
unit is heat treated for longer life and lasting resiliency, 
and finished in baked enamel for added years of service, 
resistance to rust and noiseless use. Spring-Air's method 
of heat treating the complete unit prevents structural 
weakness resulting from wire forming. Because of their 
special baked enamel finish, Spring-x\ir innerspring units 
in use for 20 years on the sea coast, have shown little 
signs of rust or deteriorating effects of salt water. 
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UNITS ARE FLEXIBLE AND DURABLE 



WITHSTAND HARD USAGE 
IDEAllY SUITED TO GATCH-TYPE BEDS 

Spring-Air mattresses provide unrestrained flexibility, be- 
cause of special pivot-hinge spring construction. Spring- 
Air's zoned-conifort innerspring unit automatically adjusts 
itself to the weight of the patient and body contours . . . 
conforms to bed and body position changes. Nurses like 
Spring-Air mattresses because they are easier to handle 
and turn. Hospital management endorses them because of 
their ability to withstand the severe stresses and strains 
encountered in hospital use. Doctors and patients like 
Spring-Air mattresses because of the rest, relaxation and 
complete comfort they provide to all persons, regardless 
of weight or build. As an aid to recovery, Spring-Air sup- 
plies surface softness combined with firm innerspring 
strength for natural-posture support from head to foot. 





Spring-Air Economy is proved through use in 
over 4,000 Fine Hotels, Motels and Hospitals 



Complete rest is an important part of many doctor's 
prescriptions. Qoiyd beds rank first with the traveling 
public in choosing a hotel or motel in which to spend 
the night. Spring-Air "mattresses and box springs are 
standard equipment in many of the nation's finest 
institutions. Years of constant use in good hostelries 
and hospitals located from coast to coast, have prove<l 
beyond all doubt, the comfort and long-wearing qual- 
ities embodied in Spring-Air construction. Spring- Air 
construction is approved Federal specification VM- 
96A Type 2. 



For Nurses' Homes and Dormitories 

Comfort and durability are of first importance in choosing a mattress 
for the nurse's personal use. If she is to be alert and efficient while 
on duty, she must have proper rest. Long hours on her feet demand 
complete relaxation during her sleeping periods. Spring-Air mat- 
tresses supply luxurious comfort . . . soothe tired nerves and muscles. 
Maintenance cost is unusually low . . . 
hospital records, covering continuous use 
of Spring-Air for periods of from ten to 
twenty years, show the cost to be less 
than five cents per week per mattress. 
Spring-Air sleep equipment has proved a 
good investment for both nurses' homes 
and school dormitories. Built to with- 
stand the hardest usage and automati- 
cally adjustable to body weights and 
builds, Spring-Air mattresses are availa- 
ble in whatever degree of resiliency is 
desired, from regular to extra firm. 




HOTEL AND MOTEL MATTRESSES AND 
BOX SPRINGS— PAGES 10 AND 11 





NURSES* AND DORMITORY BEDS— 
SHOWN ON PAGES 6 AND 7 



HOSPITAL MATTRESSES ARE DESCRIBED 
IN DETAIL ON PAGES 4 AND 5 




HOSPITAL MATTRESSES 
AVAILABLE WITH PRE-BUILT BORDER OR ROLLED EDGE 



The Spring-Air innerspring lH)s|)ital niattress coinhines the ex- 
chisive zoiied-conifort eonstrnetion with the finest iifiholstery and 
high (juality ticking for long wear. Felting is of the best long fibre 
cotton and high-grade linters, thoroughly mixed and preconipressed 
for added life and resiliency. A durable spring cover prevents the 
upholstery from sagging into the s{)ring coils. Steel backed flush- 
type grips threaded through metal gronnnets for extra strength, 
make the niattress easy to handle and turn. The Spring-Air hospital 
niattress is available w^ith rolled edge, or with heavily backed, 
machine stitched pre-built border, tape-edged to ticking. Vents 
scientifically located, permit constant "breathing" and keej) mat- 
tress fresh and clean inside. 

iNNERSPRING CONSTRUCTION 
BASICALLY SAME 

Type and arrangement of innerspring coils are the same in each 
Spring-Air mattress. Models differ in gauge and weight of spring 
wire used for more or less support as recjuired, but each offers the 
advantages of Spring-Air's remarkable surface comfort . . . gentle 
yield to all body contours, combined with firm innerspring strength 
for natural-posture body support. 
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GOLD OR BLUE TAG 
QUALITY 
HOSPITAL 
MATTRESS 



Spring-Air's GOLD or BLUE TAG innerspriiig 
unit (guaranteeti 10 years) makes this the finest 
hospital mattress manufactured. This is the same 
type of unit used in the famous Back Supporter 
mattress, used and reconunended by many Doc- 
tors. In every detail of design and construction 
this is a top (juality mattress throughout. Widely 
used for backache sufferers because it is extra firm. 




ED TAG 
QUALITY 
HQS PIJTAL 
MATT r1 



The standard of comparison in hospital mattresses. 
Contains sturdy but flexible RED TAG inner- 
spring unit (guaranteed 10 years) and embodies 
all of the fine features on which Spring-Air's repu- 
tation has been built. Wonderful patient comfort 
. . . imsurpassed (hirability, proved through con- 
stant rugged use in fine hospitals everywhere. Best 
for most people. 



SILVER TAG 
QUALITY 
HOSPITAL 
MATTRESS 




Here's the mattress for limited budgets ... a fine 
(luality that renders good comfort and service. 
Contains a genuine Spring-Air SILVER TAG 
inners[)ring unit (guaranteed 5 years), plus fine 
(juality materials and construction throughout. 
Very durable ... A good value. 



SPECIFICATIONS 

• Gold or Blue Tog Hospital 
Innerspring Unit, guaranteed 
for 10 years, 

• 8 oz. ACA Ticking. 

• Strong flush-type handles on 
pre-builf border; strap han- 
dles on rolled edge model. 

• Best quality spring cover 
. , . highest quality precom- 
pressed cotton felting. 

• Sizes to flt ALL hospital beds. 



SPECIFICATIONS 

• Red Tag H<^spital Innerspring 
Unit, guaranteed 1 0 years. 

• 8 oz. ACA Ticking. 

• Strong flush-type handles on 
pre- built border; strap han- 
dles on rolled edge model, 

• Fine quality spring cover 
. . . highest quality precom- 
pressed cotton felting. 

• Sizes to fit ALL hospital beds. 



SPECIFICATIONS 

• Silver Tag Hospital Inner- 
spring Unit, guaranteed 5 
years. 

• 8 oz. ACA ticking. 

• Flush type grips on pre-built 
border; strop handles on 
rolled edge model. 

• Fine quality spring cover and 
cotton felting. 

• Sizes for ALL hospital beds. 




NURSES' AND DORMITORY BEDS 



Mattresses available with Pre-Built Border or with Rolled Edge 




In choosing sleep equipment for nurses* homes or college dormitories, 
there are two important factors to be considered: the ability of the 
equipment to stand up under constant, hard use and its adaptability 
to the sleep requirements of many different persons of widely varying 
weights and builds. The equipment chosen must be comfortable, but 
it must also be strong and durable. Spring-Air zoned comfort con- 
struction meets these tests. 

AVAILABLE IN SIZES TO SUIT REQUIREMENTS 

Spring-Air's range of models affords a choice of twin or full size 
mattresses in standard or extra lengths. Varying widths are also 
available. All Spring-Air mattresses incorporate the famous zoned- 
comfort innerspring unit ... all are obtainable with either pre-built 
border or rolled edge as desired. 

HEADBOARDS, STEEL BED FRAMES, LEGS 

The complete four-piece outfit shown above includes innerspring 
mattress with matching box spring, attractive headboard with wash- 
able plastic covering, sturdy steel bed frame or Hollywood bed legs. 
For headboards, bed frames and legs see pages 12, 13, 14. 



Page 6 



S^^/^ NURSES' BEDS 



SPECIFICATIONS 
RED TAG QUALITY 

• Red Tag Innerspring Unit, guaran- 
teed 10 years 

• Ticking, 6-1/5 or 8-oz. IH 

• Pre-built border or Rolled Edge 

• Finest upholstery and mattress 
cover 

• Any size 

SILVER TAG QUALITY 

• Silver Tag Unit, guaranteed 5 
years. 

• Ticking 6-1/5 or 8-oz. 

• Pre- built border or rolled edge 

• Any size 



RED TAG QUALITY— The Spring-Air- Red Tag in- 
nerspring unit (guaranteed 10 years) makes this mat- 
tress the choice of hospitals where maximum comfort 
and greatest durability are first considerations. Best 
model for most people. 

BOX SPRING — For best service and comfort, a spe- 
cial box spring is available to match the construction 
and features of the Red Tag Quality Mattress. 




SILVER TAG QUALITY— Built to render good com- 
fort and service at a minimum of cost. Contains genuine 
Spring-Air Silver Tag Innerspring Unit (guaranteed for 
5 years). Available in different sizes, in either pre-built 
border or rolled edge construction. 

BOX SPRING— Matching quality for maximum com- 
fort and service when used with Silver Tag Quality 
Mattress. Important to restful sleep. 



h DORMITORY BEDS 



ii 



RED TAG QUALITY— The best there is for comfort, 
rest and relaxation. Famous for durability and economy. 
Fully withstands rugged service by students. Contains 
Red Tag Innerspring Unit (guaranteed 10 years). Avail- 
able with pre-built border or rolled edge. 

BOX SPRING— Matching the Red Tag Quality Mat- 
tress for best comfort and service. Proved through use. 



SILVER TAG QUALITY— Designed to render good but 
economical service. Available with pre-built border or 
rolled edge and contains Spring-Air Silver Tag Inner- 
spring Unit (guaranteed for 5 years). An excellent value. 

BOX SPRING— Good quality to match the Silver Tag 
Quality Mattress for best possible comfort and service. 



SPECIFICATIONS 
RED TAG QUALITY 

• Red Tog Unit, guaranteed 10 years 
0 6-1/5 or 8 oz. ACA ticking 

• Finest spring cover; best quality 
upholstery 

• Pre-built border or rolled edge 

• Any size 

SILVER TAG QUALITY 

• SilverTag Unit, guaranteed 5 years 

• 6-1/5 or 8 oz. ACA ticking 

• Good quolity cotton fetting and 
good spring cover 

• Pre-built border or rolled edge 

• Any size 
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^^^^m^^^ HOTEL- 



AVAILABLE IN 




ALL-STEEL or HAND-TIED 
BOX SPRINGS 

Box springs^ in regutar alt-steel "zoned comfort" 
construction or In standard "hand-tied" construc- 
tion, are available in tickings to match the Hotel 
Mattress of your choice. 



MOTEL MATTRESSES 
ALL SIZES - THREE QUALITIES 



A hotel or motel could be beautifully furnished, supply the best of 
food and render superb service, and yet if it lacked good beds, it 
would have difficulty in estabHshing itself as a first class hostelry. 
Successful hotels and motels recognize the importance of furnishing 
luxurious rest for every guest. That's why thousands of the nation's 
best hotels and motels have chosen Spring-x\ir mattresses and box 
springs as standard equipment. Three Spring-Air models are avail- 
able (each in regular, extra-long or extra-wide) all with the same 
basic zoned-comfort innerspring construction, but differing in de- 
grees of "firmness" oflFered as well as in quality of ticking. ALL are 
built to take it! . . . border coils are strong to resist sag or break- 
down from guests sitting on edge of bed. 

MATCHING BOX SPRING IMPORTANT 

Spring-Air box springs are engineered and built with specific sup- 
port-values to "match" the various models of Spring-Air mattresses 
... to provide complete relaxation and maximum sleep comfort, 
even for "hard-to-please" guests. By using matching box springs, 
better service and longer life of mattress is assured. 

FOR HEADBOARDS AND LEGS, SEE PAGES 12, T 3, 14 
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GOLD OR BLUE TAG 



QUALITY HOTEL-MOTEL MATTRESS 

The finest Hotel-type mattress on the market today. Contains genuine Spring- Air 
Gold, or Blue Tag zoned-comfort innerspring unit — similar to unit used in famous 
Back Supporter mattress, recommeude<I and used by many Doctors. Durable, 
yet very comfortable. Fine for very heavy people. IJnit guaranteed 10 years. 



RED TAG 



QUALITY HOTEL-MOTEL MATTRESS 

The standard of comparison in Hotel-type mattresses. Best for most people. 
Has genuine Spring- Air Red Tag zoned-comfort innerspring unit, guaranteed 10 
years. Proved through use in thousands of hotels in the United States, Canada 
and Mexico. Names of prominent users furnished upon request. 



SPECIFICATIONS 

• GOLD OR BLUE TAG Inner- 
spring Unif — guaranteed 1 0 
years 

• TICKING: 6-1/5 or 8-oz. ACA 

• HANDLES: Strong, fiush-type 
grips 

• UPHOLSTERY: Best quality pre- 
com pressed cotton felting — fine 
spring cover 

• SIZES: Any size required 



SPECIFICATIONS 

• RED TAG Innerspring Unit, J| 
guaranteed TO years " 

• TICKING: 6-1/5 or 8-oz. ACA 

• HANDLES: Strong fiush-type ||| 

• UPHOLSTERY: Best quality pre- 
com pressed cotton felting — fine 
spring cover 

• SIZES: Any size required 



J 



SILVER TAG 



QUALITY HOTEL-MOTEL MATTRESS 

A very fine value for those hotels and motels desiring good sleep equipment at 
restricted budget costs. Contains genuine Spring-Air Silver Tag zoned-comfort 
innerspring unit, guaranteed for 5 years. Good quality throughout, for guest 
comfort and mattress durability. The best mattress in its price class. 




• SILVER TAG Innerspring Unit, 
guaranteed 5 years 

• TICKING: 6-1/5 or 8-oz. ACA 

• HANDLES: Sturdy fiush-type 

• UPHOLSTERY: Good quality 
felting . . . good spring cover 



• SIZES: Any size required 



/^^^^^^^e^i^^ HEADBOARDS AVAILABLE 





MANY DIFFERENT MODELS -USUAL WIDTHS 




The beautiful hcadhonrd featured at the left, and the ot 

these pages are typieal of tlie wide variety of styles and shapes 
available. All headboards are sturdily built with frame of hard- 
wood, furnished with legs fiuished in your choice of Mahogany, 
Walnut, Honey Maplv or Blonde. All the usual widths can be 
supplied and any st\'le selected can be covered in a choice of 
attractive coverings. C'onsult your Spring-Air supplier for com- mm 
plete catalog of lieadboard (lesigns, sami)les of colorful, durable 
coverings, and wide variety of prices. 




Above: Typical five but" 
tons, notch' cuf fop, welt 
edge front and back. 



Right: Typical plain, double 
curve top, wedge shape, 
welt edge in back. 



Above: Typical fancy 
shape, shirred edge, re- 
movable front panel. 



Left: Typical square-type, 
removable front panel. 
Welt edge front and back. 



Typical fancy shape, with 
welt edge front and back; 
removable front panel. 
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METAL BED FRAMES, HOLLYWOOD BED LEGS 
AND ADJUSTABLE STEEL ANGLE BRACKETS 




lot 



METAL BED FRAMES: Strong, sturdy frames of steel, adjustable 
to 39" y 48" and 5V widths. Finished in brown enamel. Easy to use; 
easy to keep clean; strong and durable. Contact your Spring-Air sup- 
plier for complete, detailed information. 

ADJUSTABLE STEEL ANGLE BRACKETS: For use with 
Hollywood Headboards or on legs. Shown at left, in box. 

HOLLYWOOD BED LEGS: Available in models shown at left, 
listed below. Standard wood finishes are Mahogany, Walnut, Honey 
Maple and Blonde. Made from hard wood. Available in the follow- 
ing styles: 

Lawson leg with metal plate, if high. Iviiwsoii leg with dowel screw attached. 

()" high. 

Lawson leg with caster and metal plate. Lawsori leg with caster and dowel screw. 
6" high. high. 

Lawson leg with caster and hanger bolt. Lawson leg with metal glide and hanger 
(i" high. bolt. 6" high. 
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/THIS BIG NETWORK OF 



SPRING-AIR DIVISION PLANTS. IS JUST 
AS HANDY AS YOUR 




ANDERSON MATTRESS COMPANY, INC. HETTWER BEDDING COMPANY 



1 200 East 32nd Streef, Anderson, Indiana 



1 66 W. Columbia Avenue, Philadelphia 22, Pa. 



QUALITY BEDDING COMPANY 

25th St. & Guyan Ave., Huntington, W. Virginia 



BAILEY SCHMITZ COMPANY HYDE PARK BEDDING & MANU- 

21 07 East 7th Street, Los Angeles 21, California FACTURING COMPANY 

4th & Bingamon Street, Reading, Pa. 



BLACKWELL MATTRESS COMPANY 

2610 Texas Avenue, Lubbock, Texas 

CAMERON BEDDING & MANU- 
FACTURING COMPANY 

401 Railroad Avenue, Cameron, South Carolina 



LITTLE ROCK FURNITURE MFG. CO. 

1 498 East Second Street, Little Rock, Arkansas 

A. J. LOGAN COMPANY 

2839 Liberty Avenue, Pittsburgh 22, Pa. 



QUALITY MATTRESS COMPANY 

1 1 8 Mill Street, Rochester 4, New York 

CHARLES P. ROGERS & COMPANY, INC. 

245 East 91st Street, Hew York 28, New York 

THE SALISBURY COMPANY 

1 04 Second Avenue SE, Minneapolis 1 4, Minn. 



CARMAN MANUFACTURING COMPANY LOUISVILLE BEDDING COMPANY 



1 701 South Alaskan Way, Seattle 4, Washington 



418 East Main Street, Louisville, Kentucky 



SOUTHWEST MATTRESS COMPANY 

2228 Blake Street, Denver 2, Colorado 



CARMAN MANUFACTURING COMPANY E. B. MALONE COMPANY 



801 East 25th Street, Tacoma 1, Washington 



600 East 4th Street, Jacksonville, Florida 



SOUTHWEST MATTRESS COMPANY 

1710 East Washington Street, Phoenix, Arizona 



CENTRAL BEDDING COMPANY 

325 Oglethorpe Street, Macon, Georgia 

COLUMBIA BEDDING COMPANY 

1 750 North Wolcott Avenue, Chicago 22, Illinois 

COLUMBIA BEDDING COMPANY 

3321 Roanoke Road, Kansas City, Missouri 



DOWNS, INC. 

South 1 st & Russell Sts., Nashville, Tennessee 



GOLD STAR MATTRESS, INC. 

9 Federal Street, Providence 3, Rhode Island 

GRAND RAPIDS BEDDING COMPANY 

52 Summer Ave. NW, Grand Rapids 4, Michigan 

C. O. HASSELBARTH, INC. 

30 Hamilton Street, Albany 7, New York 



E. B. MALONE COMPANY 

60 NW 1 3th Street, Miami 36, Florida 

E. B. MALONE COMPANY 

1 534 Fuller Street, Tampa, Florida 

MISSISSIPPI BEDDING COMPANY 

529 S. Commerce Street, Jackson 1 10, Miss. 

NORFOLK MATTRESS COMPANY, INC. 

1 10 East 22nd Street, Norfolk 1, Virginia 

THE ORRVILLE BEDDING COMPANY 

255 West Water Street, Orrville, Ohio 

PABST BEDDING COMPANY, INC. 

1 2th & Walnut Streets, Cincinnati 1 0, Ohio 

PARKER BEDDING COMPANY 

310 North Main Street, Houston 2, Texas 



THE SPRINGFIELD MAHRESS COMPANY 

Springfield, Illinois 

STOVER BEDDING & MANUFACTURING 
COMPANY 

545 North 3rd West St., Salt Lake City 3, Utah 



UNITED STATES SPRING BED COMPANY 

228 Birnie Avenue, Springfield 1, Massachusetts 

WARREN-WELLS COMPANY 

14288 Meyers Road, Detroit 27, Michigan 

A. WEIGELL & SON, INC. 

836 East Bay Street, Milwaukee 7, Wisconsin 

WHITE SWAN BEDDING COMPANY 

5000 Georgia Ave., West Palm Beach, Florida 



HELENDON BEDDING INC. 

730 West Lexington St., Baltimore 1, Maryland 



PERFECTION MATTRESS & SPRING CO. 

831 North 24th Street, Birmingham 1, Alabama 



WILSON AND JANSEN 

224 Twelfth Street, San Francisco 3, California 



FOR IMMEDIATE ACTION ON YOUR REQUIREMENTS, CONTACT 

OR WRITE SPRING-AIR COMPANY, HO 



THE FACTORY NEAREST YOU 

LLAN D, MICHIGAN 
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